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tents unfolded on the side away from the direction in
which they are to be moved. Commencing at one end
of the row, the tent pullers fasten the two poles to the
edge of the tent in the manner previously described, place
tlie sharpened ends of the poles on the ground at the sides
of the tree opposite the trunk, and holding the bottom
of the pole to the ground with one foot, pull oil the rope.
When the poles are so elevated that they no longer slip,
each puller moves away from the bottom of the pole and
out from the tree so that the continued pulling will bring
the edge of the tent over the tree and down on the other
side. When thus covered, the edge of the tent should
be kicked in so that it hangs evenly all around and does
not inclose unnecessary space. After the tree lias been
fumigated the required length of time, the tent can be
pulled over on to the next tree by this same process with-
out lowering it entirely to the ground.
The next step in the process is the calculation of the
approximate space inclosed by the tent and the proper
dosage to use. Schedules given on pages 450 to 453
indicate the .proper dosages for the principal citrus in-
sects which require treatment. Knowing the distance
over the tree (found as previously directed) and the cir-
cumference of the tent near the base, one will have no
difficulty in using the tables. The number found at the in-
tersection of the vertical and horizontal rows on the table
indicates the number of ounces of cyanide to be used.
With the ordinary outfit of five men, the work may be
distributed as follows : two men handle the tents, a third
takes the measurements and calls them out to the men
at the supply cart, who immediately consult the dosage